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Message Text 

UNCLASSIFIED 

PAGE 01 NASSAU 00725 061951Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO DODE-OO PM-05 CIAE-00 INR-10 
NSAE-00 OES-07 NSF-02 COME-OO NASA-02 INRE-00 
SSO-OO /041 W 

021710 061954Z/50 

O 061942Z APR 78 

FM AMEMBASSY NASSAU 

TO SECSTATE WASHDC IMMEDIATE 735 

UNCLAS NASSAU 0725 

E.O. 11652: N/A 
TAGS: TPHY, BF 

SUB J : PHOTOBATHYMETRIC CALIBRATION PROJECT IN THE BAHAMAS 

REF: STATE 086080 

1 . EMBASSY PERCEIVES NO OBJECTION AND WILL SUBMIT 
REQUEST TO GCOB. 

2. REQUEST DEPARTMENT CLARIFY COORDINATES OF DESIRED 
AREA ON LITTLE BAHAMA BANK. PARA 1 OF REFTEL GAVE ONLY 
ONE COORDINATE, 79-15 W. 

SCHWARTZ 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: HYDROGRAPHY, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 apr 1978 
Decaption Date: 20 Mar 2014 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978NASSAU00725 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 49-0499 
Format: TEL 
From: NASSAU 
Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780486/aaaacuql.tel 

Line Count: 37 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: fa8b5cb5-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: ONLY 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: 78 STATE 86080 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3054921 
Secure: OPEN 
Status: NATIVE 

Subject: PHOTOBATHYMETRIC CALIBRATION PROJECT IN THE BAHAMAS 
TAGS: TPHY, BF 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/fa8b5cb5-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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